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E.O. 11652: N/A 

TAGS: AFSP, ACOM, ASEC 

SUBJECT: SPECIFICATIONS FOR EMERGENCY GENERATOR 

REF: PORT MORESBY 806 

1 . DEPT FORWARDING DRAWINGS OF TYPICAL GENERATOR INSTALLA- 
TION FOR YOUR INFO AND GUIDANCE. MINIMUM FLOOR SPACE 
REQUIRED IS APPROXIMATELY 150 SQ FT. FUEL CONSUMPTION IS 
ABOUT THREE GALLONS PER HOUR OF NO. 2 DIESEL FUEL. 

GENERATOR IS MOUNTED ON I BEAM FRAME AND CAN BE SITED ON 
ANY NORMAL CONCRETE SURFACE - NO SPECIAL FOUNDATION 
REQUIRED. 

2. RECOMMENDED MINIMUM CAPACITY OF GROUND TANK IS 600 
GALLONS FOR ONE WEEK CONTINUOUS OPERATION. ROBINSON 
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